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ABSTRACT 


The wind-driven surface of a large anechoic tank was 
used to study scattered underwater sound. Twenty kilohertz 
CW signals were transmitted by an omnidirectional source. 
Two directional receivers, mounted together, were oriented 
to individually monitor the direct and surface-reflected 
signals. Several methods of signal addition by means of 
digital FFT analysis were used to increase average received 
power and reduce temporal fluctuations in the output. The 
most promising technique, when compared to the case of an 
omnidirectional receiver, increased the average signal power 
by as much as 12 db, while reducing the coefficient of power 
variation by as much as 50$. The amount of improvement 
depends on the size and location of the receiver with respect 
to the surface interference pattern, and the acoustical 
roughness of the surface, g.  Roughnesses in this experiment 
Were approximately g = 0.7 and 1.5, where g = 4k2o2cos20 E 
and k is the wave number, o is the rms surface wave height, 


and 9 the angle of incidence and reflection. 
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I, INTRODUCTTLON 


When an acoustic signal travels through the ocean, 
many things can happen to it. Marine life, ocean boundaries, 
and the inhomogeneous nature of the medium can affect the 
propagation of sound. A number of variable factors, such 
as depth, salinity and temperature will combine to produce 
a sound speed that varies with position. Thus, an acoustic 
signal received at one location in the ocean may be dras- 
tically different from the signal originally emitted by a 
distant source. 

In particular, if a constant amplitude, constant fre- 
quency signal is generated, propagated, or received near the 
ocean surface, the amplitude of the signal is known to rise 
and fall as time passes, This fluctuating signal is usually 
monitored in either of two ways; by the human cbserver using 
an audio version of the signal, or by electronic systems 
designed to extract certain characteristics from the signal, 
Each method has advantages and disadvantages. The human ear 
is superior in that it can automatically tune out certain 
frequencies and amplitudes in order to receive only those of 
interest. In addition, the ear has the advantage of selective 
integration — that is, whether he is conscious of it or not, 
the observer listens when the signal is loud, and tunes out 


when the signal falls. This is an extreme advantage over the 





continuous integration found in electronic signal processing 
systems. These systems cannot selectively process in time. 
All signals, including those that have faded, are averaged 
together. The results of the averaging process will reflect 
this fact, However, electronic systems have great merits. 
Their response time and amplitude and frequency resolution 


capabilities are far superior to any human. 


A. OBJECTIVE 

The objective of this research is to prorose and inves- 
tigate new signal monitoring techniques that combine the 
advantages and/or eliminate the disadvantages mentioned 
above, To pursue this objective, the cause of acoustic 
fluctuations in this work will be the time varying ocean 
surface. Any other ocean phenomenon that may cause underwater 
acoustic signals to fluctuate has not been considered in 


this research. 


B. INTERMEDIATE GOALS 
The following intermediate goals are presented as 
stepping stones towards the objective of this research: 

i) develop laboratory modeling techniques that 
allow accurate simulation of various real world 
ocean surfaces 

ii) verify that the ocean model affects acoustic 
waves as theory predicts and as actual ocean 


measurements show 


yy 





H- 


pH- 


investigate signal processing possibilities 
to decrease, minimize, and/or eliminate the 
cancellation effects of the ocean surface on 


acoustic waves 
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11, SURVEY OF FORMAL THEORETICAL APPROACHES 


The scattering of wave energy from uneven surfaces is 
a problem that has been quite popular over the past twenty 
to twenty-five years, Increased interest in both electro- 
magnetic and acoustic wave scattering has resulted in many 
recent articles in the literature. 1 Numerous authors, 
utilizing various mathematical methods, have attempted to 
describe tke scattered fields resulting from a wide range of 
boundaries. Simply stated, the task is to solve the wave 
equation with boundary conditions that are determined by the 
scattering surface. This is not always easy, and, in fact, 
is usually accomplished only after severe restrictions and/or 


sometimes doubtful assumptions have been introduced. 


A. LIMITATIONS 

The assumptions that appear in theoretical studies of 
scattering are almost as numerous as the studies themselves. 
In terms of underwater sound scattered from a time varyinc, 


random ocean surface, many of these assumptions strictly 


lBoth acoustic and electromagnetic wave studies give 

rise to the same mathematics. The usual distinction lies 
in the fact that the wavelengths typical of electromagnetic 
radiation used for sensing (e.g. radar, light) are usually 
much smaller than the boundary dimensions, and ray theory 
or geometrical cptics can be used as a simple approach, In 
acoustics, the wavelength of the radiation is often on the 
order of the boundary dimensions, and a diffraction theory 
Me Called for. 
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limit mathematical predictions of resultant acoustic fields. 

Some of the common assumptions, such as a constant amplitude, 

constant frequency source, and a fixed source/receiver 

geometry are tolerable. (This situation can be realized 

easily and accurately in the lab and at sea.) Other 

theoretical restrictions, however, may be quite severe. 
Early work in the subject of scattering concentrated 

on fixed periodic surfaces. At the end of the nineteenth 

century, Lcrd Rayleigh proposed a solution for scattering 

from a fixed sinusoidal surface [Ref. 1]. (His solution 

has been expanded and criticized by a number of authors. 

Some examples can be found in Refs. 2, 3, and 4.) Works on 

fixed, random surfaces can also be found in the literature 

[Refs. 5,6]. Usually, an equation describing the height, 

slope, frequency spectrum, probability density function, 

or correlation function of the random surface is assumed. 

The limitations in this area are obvious. The ocean surface 

is not only random in spatial coordinates, it is also time 

varying. The need for descriptions of the random ocean 

Surface in both space and time introduces extreme complications. 
Even if the above mentioned solutions for fixed random 

surfaces could be generalized to include time dependences, 

other factors would cause complications. Theoretical work 

to date assumes the medium to be homogeneous and to possess 

a static, non-turbulent, bubble free subsurface layer. Again, 


in terms of real ocean acoustics, this is highly unlikely. 
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Several well known solutions make use of the Helmholtz 
integral. This technique requires some information about 
the pressure field and/or its normal derivatives on the 
boundary (the ocean surface). The surface is usually assumed 
to be a perfect pressure release surface, and the pressure 
on the boundary is thus Set to zero, Difficulties can arise 
in specifying the normal derivative of the pressure on the 
surface. (In fact, simply specifying the direction of the 
normal to the surface at every point can be a problem.) The 
common assumption made here is the familiar 'Kirchhoff 
approximation' which holds only for locally flat surfaces. 
(Simply stated, this approximation uses on a point to point 
basis, the reflection coefficient for a plane wave incident 
on an infinitely large, flat surface.) A systematic deriva- 
tion and a quantitative discussion of the limits of its 
validity are given by Meecham in Ref. 7. 

One restriction that appears frequently has to do with 


the so-called roughness parameter, 


1 
teli” = (2To/À)) (cos 0) + cos 02) 
This parameter is a measure of the acoustical roughness in 
terms Of the wavelength (A) of the acoustical energy, the 
angles of incidence and reflection (064,85), and the rms 


height of the surface (0). Most analyses deal with situations 


where the roughness parameter is either small or large 
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compared to unity. For small roughness parameters, the 
amplitude of the scattered sound possesses a Gaussian 
probability density function. As the roughness parameter 
increases beyond 1, the statistics gradually shift from 
Gaussian to Rayleigh. Selecting low or high values of g 
with respect to 1 allows either a Gaussian or Rayleigh 
probability density function to be used to statistically 
describe the scattered sound. Low or high values of g also 
may Simplify the problem by minimizing complications that 
arise due to shadowing and/or diffraction. Multiple 
scattering is also a very real possibility, and is usually 
neglected in scattering problems. 

At one point or another, most theoretical attempts have 
a statement that begins, 'a constant amplitude, constant 
frequency plane wave is incident on a surface described by 
veə“ + As previously. mentioned, the monochromatic restric- 
tions are not too severe. Hcwever, the plane wave assumption, 
an assumption that is almost universally made, should not 
be carelessly bypassed. Wavefront curvature does occur, 
introducing both sound phase and amplitude changes away from 
the beam axis of the source. Although this is not always 
important, the critical reader should be aware of subtle 
implications hidden in the plane wave assumption. 

A comprehensive textbook by Beckmann and Spizzichino 
[Ref. 8], which studies the theoretical scattering of 


electromagnetic waves, is quite applicable to the problem of 
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acoustic Scattering. Notable, in depth surveys of theoretical 
scattering problems with extensive bibliographies have been 
published by two authors.  Lysanov [Ref. 9] surveys the area 
up to 1958, and includes 79 references, while Fortuin (Ref. 10] 
gives an updated survey to 1969 with 87 references. Both 
articles are excellent reviews of the subject. This author's 
feelings towards strict theoretical solutions to the scattering 
problem are best described by Fortuin: "A large number cf 
publications in the open literature are devoted to the sub- 
ject. But they all cover only part of the problem: all of 
them are restricted to a special case, and are based on 
certain assumptions — sometimes rather arbitrary — that make 
simplifications possible but at the same time cast doubt 


277 their validity." Pref, 10, p. 1210] 


B. SUMMARY 
l. Experiment as a Supplement to Theory 

The above comments concerning the pitfalls of strictly 
theoretical approaches to the scattering problem have been 
made in order that the need for supplemental experimental 
research be noted. The true acoustical engineer is not 
only concerned with complex mathematical expressions, his 
interest lies also in improving man's ability to control 
energy in its acoustic form. A careful mixture of theoretical 
insight and controlled experimental procedure is sometimes 


more fruitful than purely theoretical studies with unacceptabie 
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or unworkable assumptions. Such is the philosophy adopted 
for this research, 
2. The Engineering Approach 
The author has begun by posing for himself the 


following question: "If a monochromatic point source 


D. A cos ot 


generates waves that are in some way affected by the ocean 
surface, how does a point receiver interpret the incoming 
energy?" 

In words, the answer is simple — the tone rises and 
falls. This is the commonly known amplitude modulation. 
Closer scrutiny reveais that the received signal also has 
a time varying phase shift with respect to the source. 


Hence, the received signal can be written as 


PEN o a JE 


The problem as the acoustical engineer now Sees it 
is to predict, eliminate, and/or compensate for the ampli- 
tude and phase fluctuations in the received Signal so that 
the final version of the received signal more closely 


resembles the signal sent out by the source. 
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111, RESEARCH FACILWITES 


The first goal of this research, as given in Section I.B, 
is to 'develop laboratory modeling techniques that allow 
accurate Simulation of various real world ocean surfaces', 
The Ocean Acoustic Wave Facility at the Naval Postgraduate 
School is an established laboratory model that has been 
designed to meet these requirements. (Verification of the 
fact that the model accurately simulates the real ocean will 
be given later in Section IV.A.) A description of the Ocean 
Acoustic Wave Facility (hereafter called the OAWF), its 
associated laboratory, and data gathering capabilities is 


now presented, 


A. OAWF 

The OAWF is a unique combination of a wind generated 
water wave tunnel and an anechoic acoustic tank. Water 
waves are generated by 1 to 5 centrifugai fans. The 3/4 
horsepower fans are arranged so that they blow over a water 
surface in a tunnel, The tunnel ic approximately 17 meters 
long, 1.2 meters wide, and 1.2 meters deep. By varying the 
number of fans and/or the distance between the water surface 
and the top of the tunnel, a wide range of ocean surfaces 
can be simulated. Observation windows are located at various 
points along the tunnel allowing the growth of the waves to 


be observed (see Figure 1). 
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The wave generation tunnel empties into a water filled 
tank approximately 3 meters square. Since the waves 
generated in the tunnel are only 1.2 meters across, a 
plexiglass restraining barrier is used to keep them from 
diffracting over the entire 3x3 meter tank surface area 
(see Figure 2). Upon reaching the back wall of the tank, 
the water waves are absorbed by a beach constructed in a 
triangular shape from aluminum shavings and a nylon mash. 
The tank itself is made anechoic on the bottom and all sides 
by a lining of 4x4 redwood posts, placed with corners facing 
out. (The tank wall along which the water waves pass has 
the redwood beams positioned with flat sides out, in order 
that the waves will pass by undisturbed.) The use of redwood 
beams ensures excellent sound absorption as pointed out in 
Ref. 11. Equipment can be lowered into the tank with a 
position accuracy of about 1 centimeter by means of a movable 
rack and sled setup. The OAWF models the real ocean on a 
Seale of the order of 50 to l. 

1. Standard Equipment 

Most of the equipment used in the generation and 
reception of acoustic signals in this research was standard, 
off the shelf equipment. In order to avoid continual 
reference to lengthy equipment titles, the following lists 
full titles and/or descriptions of the equipment, along 
with corresponding abbreviations that will be used for the 


remainder of the text: 
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LIST OF STANDARD EQUIPMENT 


Abbreviation 
Scope 


HP 466A AMP 

HP 467A AMP 

PAR 113 PRE-AMP 

HP 721A PWR SUPPLY 
HP 3300A/3302A 
23322 FILTER 

KH 3342 FILTER 

7 5350 FILTER 


FREQ METER 


DMM 

GR 1312 
Z-Bridge 
PHASE METER 


WAVTEK 144 


Sources, receivers, 


equipment will be described 


Full Description 
Tektronix Model 545B Oscilloscope 


Hewlett-Packard Amplifier Model 
466A 


Hewlett-Packard Amplifier Model 
467A 


Princeton Applied Research 
Preamplifier Model 113 


Hewlett-Packard Power Supply 
Model 721A 


Hewlett-Packard Function Generator, 
Model 3300A with Trigger/Phase 
Lock Module Model 3302A 

Krohn-Hite Model 3322 Filter 
Krohn-Hite Model 3342 Filter 
Krohn-Hite Model 3350 Filter 


Monsanto Model 100A Counter-Timer 


Fluke Model 8000A Digital 
Multi-Meter 


General Radio Model 1312 
Decade Oscillator 


General Radio Model 1650A 
Impedance Bridge 


Dranetz Series 305 Phase Meter 
with Plug-in Module 305-PA-30001 


Wavtek Model 144 HF Sweep/Signal 
Generator 


wave probes, and other such 


in the text as necessary. 
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2. Data Acquisition and Processing Capabilities 

Data acquisition and processing in this research 
was accomplished by utilizing a system nicknamed OPHELEA, 
an acronym for Ocean Physics Environmental Effects Analyzer. 
The system has three major components: 1) a pair of Phoenix 
Analog to Digital Converters, Model ADC 712 2) an INTERDATA 
Model 70 Computer 3) a Texas Instruments Silent 700 Electronic 
Data Terminal, Model 733, System design and interfacing was 
developed by the Special Projects Section of the Naval Air 
Development Center in conjunction with Pinkerton Computer 
Consultants of Warminster, Pennsylvania. The system is shown 
in Figure 3. 

The Phoenix A/D converters are high speed devices 
capable of ca analog voltages in the + 10 volt range 
2550 12 bits (11 bits plus sign) of digital information. This 
Results in an accuracy of 1 part in 4095, or 5 millivolts 
in 20 volts. The converter has performed reliably at rates 
as high as 400,000 conversions per second. The A/D converter 
requires a command to convert signal which is a positive 
Mino 5 volt pulse with a duration of at least 200 nanoseconds. 
This command to convert signal, hereafter called the sampling 
frequency, is supplied by the Wavtek 144, 

The INTERDATA Model 70 computer is a 16 bit half 
word computer with a 32k memory. In addition to the actual 
core memory, data that have been previously stored on digital 


cassettes can be read into the computer. Due to computer 
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The OPHELEA System with Computer and A/D 
Converter in the Large Cabinet to the Left 


Figure 3. 
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storage limitations, data for this research were sometimes 
gathered in digital format, recorded on cassettes, and later 
re-loaded into the computer for processing. The Texas 
Instruments terminal has capabilities for this type of 
read/write operation in addition to a keyboard and printer 
that are used to communicate with and program the computer. 
Output appears in printed form on heat sensitive paper at 
the terminal output. 

The OPHELEA system facilitates rapid, accurate 
processing of laboratory data. The system was used mainly 
in this research for statistical and frequency domain (by 


means of FFT algorithms) analysis. 
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IV. EXPERIMENTAL PROCEDURE AND RESULTS 


This portion of the text describes attempts to reach 
each of the intermediate goals listed in Section 1.B. Each 
goal is 57£:57 considered under an individual subtitle. 
The experimental procedures, along vith the reasoning behind 
them, and the results, are included in each section. (Part 
V of this report vill analyze to vhat degree each of the 
intermediate goals has been attained, and vill sum the 
results in a discussion considering the accomplishment of 


the objective of this research.) 


A. CONFIRMING THE ACCURACY OF THE MODEL OCEAN 
The first intermediate goal of this research, as given 
in Section I.B, is repeated here for convenience: 

i) develop. laboratory modeling techniques that 
allow accurate simulation of real world ocean 
surfaces 

The OAWF, as described in Section III.A, has been 
designed with this goal in mind. However, this research 
would not be complete without verification that the waves 
generated in the OAWF do indeed simulate waves found at Sea. 

In a recent work by Perkins [Ref. 12], the wave height 
probability density function, frequency spectrum, and 
autocorrelation function of waves generated in the OAWF 
were studied. Perkins investigated a model ocean generated 


by 3 fans blowing through the wave tunnel. The distance 
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between the still water surface and the top of the tunnel 
was set to 14.25 cm. (Hereafter, this distance will be 
referred to as the still water level, or SWL.) Perkins found 
the probability density function of the wave height to be 
approximated by a Gaussian distribution, which is in agree- 
ment with Kinsman [Ref. 12, p. 345]. (See Figure 4.) The 
autocorrelation function was found to be similar to a damped 
cosine function, also in agreement with Kinsman. (See 
Figure 5.) However, for some unknown reason, the wave 
height frequency spectra reported by Perkins took on an 
odd bi-modal shape. (See Figure 6.) The following describes 
the steps taken in this research to use the flexibility of 
the OAWF to create a model ocean with a wave height frequency 
spectra cioser to the ideal type found in the real ocean 
when a simple wind driven gravity wave system exists without 
swell. 

All investigations of the wave height in this research 
were carried out using a highly linear, capacitive type 
wave probe developed by the Civil Engineering Department of 
Stanford Ds The probe circuitry appears in block 
diagram form in Figure 7. The probe is connected directly 
to the input of a GR1650A Impedance Bridge. The bridge is 
usually used to measure an unknown impedance by adjusting 
the bridge circuitry until a balance is obtained. Here, 


however, the balance is adjusted with the probe in still 
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water, When the fans are turned on, the varying wave height 
continuously changes the probe capacitance, and thus the 
bridge is no longer balanced. The GR1650A has an output 
terminal which delivers a 1 kHz signal whose amplitude is 
proportional to the deviation of the bridge from its balanced 
condition, Thus the time varying wave height at the probe 
appears as the amplitude modulation of a 1 kHz sinusoid at 
the output of the impedance bridge. This signal is amplified 
and bandpass filtered from .9 kHz to 1.1 kHz, demodulated, 
again amplified, and finally lowpass filtered at 10 Hz. The 
final result is a time varying dc voltage that is a replica 
of the instantaneous wave height at a point. This voltage is 
now suitable for analysis by the OPHELEA system. 

Frequency analysis of the ocean wave height was done by 
means of a flexible computer program built around a Fast 
Fourier Transform (FFT) algorithm.! The program was designed 
to calculate both individual spectral densities and the 
average of a number of spectral densities. The number of 
data points to be taken for an individual spectral density, 
as well as the sampling frequency, could be varied to control 
the resolution and bandpass of the output. Up to 60 spectral 
densities could be computed, normalized, and averaged during 


one computer run. 





lcopies of all computer programs used in this research 
have been placed on file and are available from Professor H. 
Medwin at the Naval Postgraduate School. 





Using the OPHELEA system and the wave probe arrangement, 
wave height spectral densities for various model oceans were 
investigated. Different models were created by utilizing 
various fan and still water level combinations. From the 
numerous model ocean surfaces investigated, two were 
selected for use in this research. It was found that 
setting the still water level at 17.8 cm and using either 
2 or 5 fans produced ocean models that displayed suitable 
spectral density functions. “These two oceans, hereafter 
referred to as the 2 fan ocean – the 5 fan Ocean, are 
now described. 

The normalized spectral densities for the 2 fan and 
5 fan oceans are shown in Figure 8, Each curve is the result 
of 5 data runs, each run being an average of 50 FFTs. 
Individual data runs processed a total of 12,800 data points, 
or 256 points for each of the 50 FFTs in that data run. 

The sampling frequency was varied slightly in each data 

run, in order to seek out spectral density components at 
G@erterent frequencies. (Mhe minimum sampling frequency was 
restricted to 13 Hz to ensure fulfillment of the Nyquist 
criterion for the desired frequency range.) Both spectra 
are quite similar to the "typical spectrum of wind generated 
waves at short fetches" shown both experimentally and 
theoretically by Kinsman [Ref. 12, p. 581]. According to 
Kinsman, "The abrupt rise to a peak followed by a more or 


less smooth -5-power descent for the saturated high frequency 


34 





NORMALIZED AVERAGE SPECTRAL DENSITY 


0.4 


us 


022 


0.1 


de 


Figure 8. 


Em 


SS 


AAA yal 


2.0 go 3.0 
FREQUENCY (Hz) 


OAWF Wave Height Frequency Spectra 


35 
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components is entirely characteristic." Comparison with 
this f-5 descent is shown in Figure 9, where the high fre- 
Quency components of the wave height spectra of both model 
oceans are plotted on a log-log grid. 

In addition to the freqauerncy analysis of the ocean 
wave height, a short statistical analysis computer program 
was used to determine the rms wave height for both ocean 
models. As previously discussed, this information is required 
to specify the roughness parameter. It was found that the 
rms wave heights for the 2 fan and the 5 fan oceans were 


0.75 cm and 1.10 cm respectively. The higher order statis- 


tical moments were also computed at this time. The skewness 


ch3>/2<n2 93/2 


and the kurtosis 


en a ис 


(where h is the wave height and the brackets <> indicate 
the average) are an indication of the deviation of the wave 
height probability density function from a perfect Gaussian 
distribution. The variations for the OAWF are somewhat 
stronger than those found in the typical Kinsman sea. How- 
ever, the values are comparable as shown by the following 


table: 
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Skewness Kurtosis 


Kinsman-record 072 .092 - ,031 
OAWF 2 Fan Ocean .167 - .437 
OAWF 5 Fan Ocean . 103 = 321 


The higher values of kurtosis (peakedness) in the OAWF are 
due to the greater contributions of capillary waves compared 


to a pure gravity sea. 


B. EFFECTS OF THE MODEL OCEAN ON ACOUSTIC WAVES 
The second intermediate goal of this research, as given 
in Section I.B, is repeated here, for convenience: 
ii) verify that the model ocean affects acoustic 
- waves as theory predicts and as actual ocean 
- measurements show 
This verification can be made in a number of ways. 
Parkins [Ref. 13] has mathematically predicted the effects 
of the ocean surface on monochromatic acoustic plane waves 
in terms of several parameters, one of which is the ocean 
wave height spectrum. The derivation by Parkins results 
in an expression for the spectral density of the sound 
scattered from a moving ocean surface. Simply summarized, 
for a monochromatic acoustic plane wave incident on a moving 
Ocean surface, the spectrum of the reradiated signal is 
frequency modulated by a Doppler shift term and amplitude 
modulated by the ocean wave height spectrum. It is the 


amplitude modulation term that is of interest here. 
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The surface of the model ocean has been shown to 
accurately simulate a scaled down version of the real ocean. 
If a CW signal scattered from waves generated in the OAWF 
possesses an amplitude modulation whose frequency spectrum 
is similar to the frequency spectrum of the wave height, then 
the ocean model, ät least by this criterion, affects acoustic 
waves as predicted by the theory of Parkins', The following 
experiment was conducted to investigate this phenomenon. 1 

In the OAWF, an omnidirectional source was placed at a 
depth of 20 cm, and an omnidirectional receiver at a depth of 
30 cm was located downrange 128 cm. The source was constructed 
by coating a 2" (o.d.) Glennite Ceramic sphere with several 
coats of neopreme. A GR 1312 Decade Osciliator was used to 
drive the source. (Hereafter, this source will be referred 
to as OMNI.) A standard Atlantic Research LC~10 hydrophone 
was used as the receiver. The LC-10 was immediately amplified 
by a 30 db NUS Corporation FET preamp powered by 12 volts de 
Supplied by an HP 721A power supply. This signal was then 
amplified, demodulated, and lowpass filtered. The experimental 


setup is shown in block diagram form in Figure 10. 





lone assumptions used by Parkins should be noted here. 
The ocean surface is assumed to be generated by a stationary, 
homogeneous, Gaussian process, and is assumed to be smooth 
enough so that shadowing and multiple scattering can be 
neglected. Plane waves, an isovelocity medium, and a perfect 
pressure release surface are also assumed. Of course, results 
are given only for the cases of the slightly rough surface 
and the very rough surface. It is obvious from these facts 
that the comparison of Parkins theory with the following ex- 
perimental results will be semi-quantitative in nature, 
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Using the OPHELEA system, the demodulated scattered 
sound was processed by the same computer program used pre- 
viously to compute the spectral density of the wave height, 
The resulting normalized average spectral density of the 
demodulated scattered sound for both the 2 fan and 5 fan 
Oceans are shown in Figure 11. As before, each curve repre- 
sents 5 data runs of 50 FFTs each. Individual data runs 
processed 12,800 data points, or 256 data points for each of 
the 50 FFTs in that data run. The sampling frequency was 
varied slightly for each data run in order to seek out spec- 
tral components at different frequencies. (The minimum 
sampling frequency was limited to 13 Hz to ensure fulfillment 
ehe Nyauist criterion for the desiredzfrequeney range.) 
For easy comparison, the curves for the ocean wave height 
spectrum have also been shown in Figure 11, The spectra of 
the demodulated scattered sound and the ocean wave height 
do indeed match up for both ocean models. Hence, the water 
waves generated in the OAWF affect acoustic waves as predicted 
by the theory of Parkins. 

At this point in the research, it was felt that some 
änsight into the nature of the fluctuating signal might be 
gained by investigating its phase characteristics. Close 
observation of the amplitude modulated sinusoid at the output 
reveals that the signal also displays a time dependent phase 


shift, That is, the received signal is of the form 
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v(t) = A(t) cos{wt + $(t)) 


where A(t) is the previously investigated amplitude modulation. 
The time varying phase shift, $(t), was investigated in a 
manner similar to that used for the amplitude modulation 

Fern. 

The experimental setup for investigating this time varying 
phase term is shown in Figure 12. This setup is similar to 
the one used for investigating the amplitude modulation. The 
difference is that in this case the received signal is.not 
demodulated. Instead, it is fed into a Dranetz 305 phase 
meter. The phase meter measures the phase difference between 
two input signals; the reference signal was obtained from 
the GR1312, which was driving the source. Along with a digital 
readout, the phase meter puts out a dc voltage which is 
directly proportional to the amcunt of phase shift. This dc 
voltage represents the time varying phase shift of the received 
signal with respect to the source, The time varying dc 
voltage was then processed by the OPHELEA system just as the 
amplitude modulation was processed. 

The results of this experiment are shown in Figure 13. 

(The ocean wave height spectra are shown also, for comparison.) 
These curves represent the average spectral density of the 
phase fluctuations. They indicate that phase fluctuations 
occur over times that are comparable to the times character- 


istic of the amplitude fluctuations, but they do not match 
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as well with the ocean wave height spectra as the amplitude 
modulation spectra do, The cause of the bi-modal shape 
for the 2 fan curve is unknown. 
C. REDUCING FLUCTUATIONS AND INCREASING AVERAGE RECEIVED 
POWER 
The third intermediate goal of this research, as given 
in Section I.B, is repeated here for convenience: 

iii) investigate signal processing possibilities 
to decrease, minimize, and/or eliminate the 
cancellation effects of the ocean surface 
on acoustic waves 

1. The Simple Method — Directional Receivers 
The most obvious method to reduce fluctuations 
introduced by the moving ocean surface is also the simplest. 
That is, the use of a directional receiver, pointed toward 
the souná source and away from the ocean surface, will 
surely reduce fluctuations that result from the reflection 
of acoustic energy from that surface. However, even though 
the surface reflected signal varies in time, it still contains 
acoustic energy from the source. The use of a directional 
receiver will certainly reduce fluctuations, but it also 
eliminates much of the acoustic energy available to the 
receiver. The following reasoning explains a new approach 
to this dilemma. 
2. The Phase-Shift Viewpoint 
Due to inhomogeneities in the medium, and time 


varying boundary surfaces, a transmitted signal of 
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Py = A cos ut 


will arrive at a point receiver by way of various paths. 

Since the signal takes various paths to the point of reception, 
each component of the signal, in terms of simple ray theory, 
will arrive with a different amplitude and phase relative to 
the source signal. That is, each individual ray can be 


represented as 


BE : ( 1 
Py A; cos (ut + фә) 
At any given instant, the point receiver sums all of the 


rays, and thus receives 


Dax = 2 A, os (ut ge) 
pounc zm I y 


directions 


The amplitude for any given ray, А,, is a function of the 
total distance traveled by that ray. The variations in A; 
are approximately constant in time when compared with temporal 


amplitude variations in p The major fluctuations in 


point’ 


; as time passes are a result of the summation of the 
Pooint 


random-phase sinusoids. If the variation introduced by the 
random phases of each component could be eliminated, the 


fluctuations of p in time would be greatly reduced. 


point 
With this in mind, the use of a directional receiver 


to reduce fluctuations should be reconsidered. The reduction 
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in fluctuations obtained by aiming the receiver away from 
the sea surface occurs because those rays with the most 
random phase shifts are eliminated. 

In a limiting case, the receiver would be of such 
a high directionality that only one incoming ray of acoustic 
energy would be accepted. All other components, assumed to 
be randomly phase shifted, would not be received. Fluctua- 
tions would be greatly reduced, but this also wastes almost 
all of the energy present at the location of the receiver. 
The situation could be improved if two or more components 
were in phase; they could be added without any cancellation. 

Alternatively, if two components were out of phase, 
with the phase difference known, a phase correction factor 
could be sozu before the addition of the two rays. 

The generalization easily follows. Select one ray 
as a reference, Measure the phase difference between each 
remaining ray and the reference ray — then correct all phase 
shifts, and add all components. Thus, the fluctuations 
introduced by the summation of randomly-shifted components 
would be eliminated. 

3, An Analog Example 

An analog device to accomplish this phase shifting 
process could take the form shown in Figure 14. The reference 
signal and the phase shifted signal could be fed into a 
phase measuring device. The output of the phase measuring 


device would be a voltage proportional to the phase shift 
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between the two signals. This voltage would then control 
a phase shifter, shifting the second signal by an amount 
which would put both signals in phase. The two signals would 
then be added. This would result in eliminating fluctuations 
that would arise if the two original signals with a time varying 
phase difference were simply added. (The dynamic response 
of the analog devices is assumed to be much faster than the 
time span over which the phase difference between the original 
two signals changes.) Note also that this process would 
result in an output that would be at its maximum possible 
value at all times, 
4. Digital Phase Shift Correction - Theory 

A digital method of phase shift correction has been 
used in this research. Consider Figure 15, where two sinusoids 
of the same frequency, with a phase difference between them, 
are shown. Equal amplitudes are assumed for simplicity. 
Suppose both sinusoids are sampled at the same instant for 
a given length of time, That is, a 'block' of data points 
from each signal is taken. If each of these blocks of data 
is processed by means of an FFT algorithm, the results are 
given in terms of two series of complex numbers. Since pure 
sinusoids have been assumed, only one complex number in each 
of the two series will have a non-zero value. Let the complex 
number representing the first signal be 


ај + Jb4 
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de 


where j = (-1) 2, Correspondingly, let the only non-zero 
component resulting from the second signal be 

a, + Jb, 
Each complex number contains certain information about the 


signal it represents. The signal amplitude is given by 


is a measure of the location of the starting point of the 
block of data with respect to the zero crossings of the 
signal. 

In most signal processing schemes, the amplitude 


of the signal 


or the signal power 
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is the information of interest. The phase information, to 
this author's knowledge, is usually discarded or neglected, 
Here, however, this information can be used to describe the 
amount of phase shift between the two signals. The magnitude 
of the phase difference, at the time the data blocks are 


taken, is given by 


[tan "1 b,/a, - tan”? b, /a, | 

An awareness of the fact that this type of phase information 
is available in the results of the Fast Fourier Transform 
leads to several interesting signal processing possibilities. 
Before these possibilities are discussed, first consider 

what happens if phase shift differences are not eliminated. 
Two sinusoids are shown again in Figure 16. If a hydrophone 
receives these two signals with no consideration of the phase 
difference between them, the data blocks are effectively 
added, The FFT of this sum will be a complex number represen- 
ting the sum of the original rays. The power can then be 
computed as shown on the diagram. This power represents the 
power that would be received by an omnidirectional hydrophone. 
Any phase shift between the two original signals has the 
effect of lowering the output power, even though the total 
available energy in the field remains constant. If the phase 
difference varies in time, the voltage and power output will 


fluctuate. Thus, the technique of adding the data biccks 
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together before processing simulates the use of an 
omnidirectional receiver, 

Consider now, some alternatives. Suppose the data 
blocks are processed individually by an FFT. The results 
of the individual FFTs will be 

ај + İb) and a) + jb». 
As before, some measure cf the signal power is desired. 


Adding the complex numbers representing the two signals gives 


(a4 t a») T j (b; + bo) 


The power is then 


2 +a 2 + 2a a, + b 


2 1 1 


Note that aj, a>, bi, and b, can be either positive or negative, 
In particular, for two signals of equal amplitude with a 

180° phase difference, ај = -а, and b; = -b,, and the pover 
given by the above equation is zero. This process is another 
way of simulating the omnidirectional receiver. It is equiva- 
lent to first adding the signals in the time domain and then 


processing with an FFT to find the power, as shown in Figure 


16. 
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The crossterms in the above equation will cause the 
power to fluctuate if the phase difference between the two 
Signals varies in time. One way of reducing the fluctuations 
is to omit the crossterms. This is exactly what is done if 
the power of each Signal is computed, and the two powers 
added, as shown in Figure 17. Thus, the Power Sum (PSWSUM) 
is defined: 


2 


= 2 2 2 
PSWSUM = (a4 m by jet (a, + D 


2 ) 

Suppose now that the absolute values of the a's and 
the b's are used in the addition of the two complex numbers, 
and the power then computed. For reasons that will become 
obvious later, this process has been named the Rotated Vector 
Sum (RVSUM). 


2 2 2 2 
RVSUM = (la, I+la,|) +(|b, [t]b, |)” = a,” + ay + 2 |a4 | [5] 


8: 2|b,| |b 


1 2 21 


The final method of power computation shown in Figure 17, 
the Magnitude Sum, is obtained by computing the voltage of 
each signal, adding these voltages, and then squaring to 


obtain the power. That is, 


1 1 


2 2 2:52 
+ 2 +b, ) 


2 


2 
MAGSUM = {la} ^tb’) (a 
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The relative sizes of these three quantities, as demonstrated 


in the discussion to follow, are! 
MAGSUM > RVSUM > PWRSUM 


The fact that RVSUM > PWRSUM is easily demonstrated. 


Expanding RVSUM 


2 
(la, | m la,|) bi (|b, | + Ib, |) E 


2 2 2 2 
ao асы 2la, lla,| a ns 2|b,||b,| 
Recall that 
и 2 2 2 2 
PWRSUM = (a, € by) + (a, + b, ) 
Thus, 
RVSUM = PWRSUM + 2|a, ||az] + 2[b, | İb,l 


from this it follows that 


RVSUM > PWRSUM 


од statement concerning the relative size of an 'omni- 
directional' addition of the two signals cannot be made without 
assuming some value of phase difference between the two signals. 
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the equality holding only when a, or a, and b, or b. equal 


1 2 1 2 


zero. 

To demonstrate the fact that the Magnitude Sum is 
always greater than or equal to the Rotated Vector Sum, the 
triangle inequality [Ref. 14] is used. That is, for any 


two complex numbers 21 ала Z^, 


|2,| 4 |2,| 2 İzi € zəl 


Letting 21 ала Zo represent the results of the FFT of signal 


es 


l and signal 2 respectively, 
la; + 3b,| + la, + 3b,] > la, + db, + a, + dba! 


or 


əl — 


1 
(a, 246,9)? + (a,2+b,2)2 > ((ayta,)2 + (b)y*b,) ) 


Squaring both sides gives 


1 


1 
2,2 + (a, * «5, ^)? 


( (a 245 > (a,+a E + (b,+b y 

1 T = ` 1 2 TA 
Since this result holds for all real numbers, it holds for 
all positive numbers. That is, the same equation can be 
written with absolute value signs around each 'a' and "b", 


The left hand side of the previous equation remains unchanged 
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and the result is 


1 


27 2 2 


al 
: 1 
f(a, tb,“)* + (a,b, 0 


2 2 


2 
. (Ja, | + ja, |) E (İbil * Ib, |) 


Or, in terms of the previous definitions, 
MAGSUM > RVSUM 


A further insight into the nature of the relationship 
between the Rotated Vector Sum and the Magnitude Sum can be 
gained by treating the results of the individual FFTs as 
in the 


vectors. Figure 18-a shows two vectors, V, and V 


1 2 


(a,jb) complex plane. The Magnitude Sum 


1 


1 1 
+b, 2) 2 + (a 2 


2 2 2 


2 
+b, } 


t(a, ) 


2 
simply adds the lengths (or magnitudes, hence the nane 
Magnitude Sum) of the two vectors, and squares the sun. 
The result is thus independent of the phase difference 
between the two vectors. Now consider the process defined 
as the Rotated Vector Sum. As previously stated, this 
process begins by adding the magnitudes of the real parts 
and the magnitudes of the imaginary parts to form a new 


complex number, 
(la, | + lag + 3b] + [QD 
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Figure 18. FFTs of Phase Shifted Sinusoids When 
Viewed as Vectors 
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The process of using the absolute values is equivalent to 
rotating both vectors into the first quadrant, as shown by 
vectors Vi and V in Figure 18-b. The new complex number 
formed represents the vector addition of the rotated vectors 
(hence the name Rotated Vector Sum). Since both vectors are 
rotated into the first quadrant before the addition, the 
maximum phase difference that can occur between them is 90?, 
A measure of the received power is then obtained by taking 
the square of the magnitude of the complex number representing 
the sum of the two vectors. Note that it is the use of the 
absolute value signs in the definition of RVSUM that limits 
the phase difference between the two signals. If the 
absolute value signs are not used, no phase correction is 
И са tne results are the same as those that would be 
found in the case of an omnidirectional receiver. 

Now that these ideas have been presented, two facts 
must be re-emphasizeá so that the experiments described in 
the following section can be clearly understood and correctly 
interpreted. First of all, the quantities discussed in this 
section, MAGSUM, RVSUM, AND PWRSUM, have the dimensions of 
power. Secondly, the material of this section is highly 
conceptual in nature, It has been presented only to serve 
as an elementary model for the experiments that are to follow. 

5. Phase Shift Processing of Scattered Sound 
The theory of Section IV.C.4 describes several methods 


to digitally eliminate the constant phase difference between 
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two perfect sinusoids. The actual situation of interest, 
the fluctuation of underwater sound scattered from the sea 
surface, is more complicated in three major ways: 


1) the elementary model has been proposed in 


terms of single 'rays' — a bundle of 'rays' 
would be received by a transducer in the real 
world 


2) the elementary model corrects phase differences 
that are constant in time — this is certainly 
not the case for the fluctuating signals of 
interest here 

3) the perfect nature of the theoretical signals 
used in the model cannot be realized in 
practice — thus the results of an FFT for a 
block of data will be a series of comblex 
numbers rather than a single complex number 

As stated above, the first drawback in attempting to 

process scattered sound by phase shift elimination arises 

from the fact that the simple model is based on ray theory. 

A 'ray' is merely a concept, it does not exist in the real 

world. Hence, attempting to design a receiver to detect a 

ray is an absurdity. But recall the role of directional 

receivers in reducing fluctuations. The receiver is aimed 

at the source, eliminating cancellations that arise due to 

surface reflections. At the same time however, acoustic 
energy reflected from the surface is eliminated, Why not 
aim a second receiver at the surface to pick up the reflected 
signal? This is exactly what is done in the following. 

An array was constructed in which two circular, 


12.7 cm radius, mylar transducers were used as receivers. 


The elements were mounted side by side on a rack as shown 
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in Figure 19. The rack was designed so that both elements 
could be independently trained in the vertical plane by means 
of pushrods, Thus, one receiver could be aimed directly at a 
source, while the other receiver could be adjusted to pick 

up reflected signals from other directions. (For a time 
varying ocean Surface, these two signals certainly would not 
be pure sinusoids with a constant phase difference. But they 
would represent the signals of interest in the acoustic 
fluctuations case. That is, two signals, generated by the 
same source, with two different travel paths, would be 
available at one location for some type of phase shift 
correction.) Figure 20 shows the. amplifiers and filters 

used for signals picked up by the mylar receivers. The 300 
volts dc used to polarize each of the receivers was ssa 
by a Burgess U-200 B-type battery. 

The second problem in extending the elementary model, 
the temporal variations in the phase difference between the 
two signals, was solved by means of a computer program 
designed to ‘sample and wait'. That is, the two signals 
from the array are fed into separate channels of the A/D 
converter, The computer simultaneously takes a block of 
data points from each signal, and then writes the information 
in a 'block' format on a digital cassette. After a specified 
delay, another block of data is taken from each signal, 
and the data are again stored. This process continues until 


a desired number of data blocks have been taken from each 
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Overall View 





Side View 





Figure 19. Two-Element Array Constructed Using 
Two Mylar Transducers 
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channel, The program is quite flexible in that the number of 
points per block, the sampling frequency, and the total 
number of points can be specified.” When the program has 
finished, all the data blocks have been stored on a digital 
cassette. Recall from Section IV.B that the temporal changes 
of phase in the acoustic signal occur slowly. In fact, they 
occur over the time spans similar to those characteristic of 
temporal changes in the ocean wave height. Thus with proper 
selection of the parameters in the sample and wait program, 
the phase difference between the two Signals at the time a 
block of data is taken will be approximately constant. 

Proper selection of delay time allows the temporal changes 

of phase difference to be investigated on a block by block 
basis. 

The third complexity in attempting to phase-shift 
process fluctuating acoustic sound arises because the ele- 
mentary model is described in terms of pure sinusoids. For 
the case of real signals and finite resolution analog to 
digital conversion, the FFT of a block of data points will 
be a series of non-zero complex numbers. Hence, the complex 
number representing the sinusoid must be singled out from the 
rest of the series. This is done by choosing the complex 


number with the largest magnitude. If the amplitude of the 





İsince one block is taken from each of two channels at 
a given instant, the total number cf blocks is specified by 
the total number of points divided by two times the number 
of points per block, 
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sinusoid is large compared to any background signals, the 
largest complex number will represent the signal. The 
smaller complex numbers represent the frequency content of 
the low level background disturbances. When this number has 
been selected, the previously discussed MAGSUM, RVSUM, and 
PWRSUM can be computed. This technique was used in a second 
computer program designed to read the blocks of data from 
the digital cassette, and to process the data in several ways. 
To summarize, the basic steps of the experimental 
procedure are shown in Figure 21. A source-receiver configura- 
tion is set up in the OAWF using the two element array (a). 
The direct and reflected signals are fed into the OPHELEA 
system where data are gathered by the sample and wait pro- 
gram (b). The output of the sample and wait program is a 
series of data blocks taken from the direct and reflected 
Signals at evenly spaced intervals (c). This information is 
stored on digital cassettes and is then available for pro- 
cessing by the OPHELEA system in several ways. Adding two 
parallel data blocks and then computing the power by means of 
an FFT (d) replaces the action of an omnidirectional receiver 
for signals from two directions. The results of this compu- 
tation are appropriately named PSEUDO-OMNI, Each data block 
is also FFTd individually, as shown in part (e) of Figure 21. 
From these results, the power of the direct signal and the 
reflected signal, and their phase difference can be computed. 


The individual FFTs also permit calculation of the previously 
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discussed MAGSUM, RVSUM and PWRSUM, The results for a series 
of blocks are printed by the computer as shown in Figure 22, 
Reading down any column shows the temporal dependence of that 
particular quantity. The time scale is determined by the 
delay used between blocks during the sample and wait process. 
The maximum, minimum, average, and a standard deviation of 
each quantity is also listed. 

Before proceeding with experiments involving actual 
acoustic measurements, the phase shift correction program 
was tested. The test involved using two equal amplitude 
20 kHz sinusoids as inputs to the sample and wait program. 
The phase difference between the two signals could be controlled 
by means of the setup shown in Figure 23. The Hewlett-Packard 
Function Generator with Trigger/Phase-Lock Module puts out a 
variable amplitude, phase shifted version of the input wäve, 

The two signals at (a) and (b) are thus identical 
except for a controllable phase difference. Runs were 
conducted for phase shifts from zero to 180° in increments 
of 10°. The results for the MAGSUM, RVSUM, PWRSUM, and 
PSEUDO-OMNI are plotted versus phase difference in Figure 24, 
The statement concerning the relative magnitudes of MAGSUM, 
RVSUM, and PWRSUM made in Section IV.C.4 clearly holds for 
this case. Note the symmetry of RVSUM about the 90° point, 
and the rapid fall off of PSEUDO-OMNI for phase differences 
greater than 90°. Note also that PWRSUM remains constant 
(the amplitudes of the inputs were held constant throughout 


the test) but is about 3 db down from MAGSUM, 
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GR 1312 










HP 3300A/ 
3302A 


SAMPLE AND WAIT 


PHASE SHIFT CORRECTION 


Figure 23. Setup for Testing Phase Shift Correction Processing 
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This test indicates that the experimental setup can 
be used to process phase-shifted laboratory generated sinu- 
soids. For this case, the system is adequately described by 
the elementary medel discussed in Section IV.C.4, This test 
does not reveal how the system will behave when multi-ray 
fluctuating underwater acoustic signals are used as inputs, 
nor does it reveal whether or not the system in that case can 
be described by the simple model. Some trends have been 
established, but valid conclusions for the case of scattering 
can come only from the actual investigation, 

Data runs were conducted for several cases. In all 
cases, OMNI was fixed at a depth of 85 cm, and was driven by 
a 60 volt (p-p), 20 kHz sine wave. An HP 467A amplifier was 
used with the GR1312 to provide the source signal. At this 
frequency, the mylar transducers have a 3-db beamwidth of 
about 8 degrees. Throughout the experiment, the depth of 
the receiving array was held constant at 75 cm. The distance 
between the source and the array (hereafter called the RANGE) 
was variable, as were the angles of each element in the array. 
See Figure 25. 

It was desired to investigate Situations where the 
array was located at either a Lloyd Mirror maximum or minimum, 
in order to investigate the extreme cases. To find these 
locations, the same LC-10 hydrophone used in Section IV.B 
was mounted on the array as shown in Figure.26. The LC-10 


was located in the plane of the receiving elements, and between 
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the two receivers, By varying the RANGE (with no fans blowing) 
the output of the LC-10 was observed to pass through several 
maxima and minima, which is characteristic of the Lied 

Mirror Effect. Thus, the array could be approximately 
positioned at a Lloyd Mirror maximum or minimum. 

Using this technique (again with the fans off), the 
array was first located at a Lloyd Mirror maximum. The RANGE 
was found to be 201 cm. The receiver angles were then adjusted 
for maximum direct and maximum reflected signals. (The 
geometry can be used to compute the angles, and thus the 
roughness parameter, by using the fact that the angle of 
incidence is equal to the angle of reflection.) Several 
preliminary runs were conducted to measure noise levels, 
which were Pound to be about 30 to 35 db below the usual 
Signal level. Seven data runs were then conducted. After 
these data runs, the array was relocated to a Lloyd Mirror 
minimum, again with no fans blowing, and using the LC-10 as 
a guide. The RANGE was found to be 206.4 cm, After re- 
adjusting the receiver angles, data runs were again conducted. 
All data runs consisted of 64 blocks of data, with 64 samples 
taken in each block. The sampling frequency was 80 kHz, and 
a Simple computation shows that each block of data covered 
16 cycles of the 20 kHz signal. Delay time between blocks 
was varied to increase either the resolution or the time span 
of the data record. A sample delay time calculation is now 


given. 
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From the ocean wave height spectra shown in Section 
IV.A, the maximum wave height frequency is about 4 Hz. Thus, 
the minimum ocean period is about .25 seconds. Suppose a 
resolution of 8 blocks per ocean period is desired. Since 
16 cycles of the 20 kHz signal are sampled in one block, 


the total time for sampling in one ocean period is 


8 blocks 16 cycles - l sec _ 0.4 MSEC 
ocean period block 20,000 cycles ocean period 


Since the ocean period is 250 milliseconds long, this leaves 
243.6 msec of total delay time. Eight delays are required 

during one ocean period, so the delay between blocks for this 
case is 243.6/8 or 30.45 msec. The total length of the data 


record can be found from 


64 blocks 16 cycles o l sec 
data record * block 20,000 cycles 


E 63 delays 30.45 msec TEE 
data record ” delay data record 


A summary of the data runs at the two locations 


described above is given in the foilowing table: 


Run Number Position # of Fans Delay (ms) 

1 Max 0 30.45 
253,4 Max 2 30,45, 60.90, 25 
556, Max 5 3UvT425,60 9850701435 

8 Min 0 30.45 
20.11 Min 2 30945 6099009] 735 
11:13,14 Min E 80845. 6004000591509 5 
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The still water runs (no fans) were conducted to obtain 
undisturbed power levels and phase differences. The results 
Of these two runs indicated that the use of the LC-10 to 
position the much larger array at a Lloyd Mirror maximum cr 
minimum was not ideal, At a position where there is a true 
maximum, the signals should be in phase, whereas at a true 
minimum, the two signals should be 180° out of phase, The 
computer analysis revealed that the actual phase differences 
were roughly 45° at the assumed maximum and 71° at the 
assumed minimum, For all of the above runs, it was found 


that 
"MAGSUM > RVSUM > PSEUDO-OMNI > FWRSUM, 


Comparison of these trends with Figure 24, which shows the 
behavior of each processing technique for pure sinusciäs with 
various phase differences, indicates that the processing of 
the multiple ray acoustic signals is adequately described 

by the elementary model in this case. The results are shown 
Misshically in Figures 27 and 23. The units of the ordinate 
are computer generated numbers and are directly proportional 
to power, The height of each bar represents the average of 
the three runs at a given position for a given number of fans. 
For example, runs 2,3, and 4, which were all conducted at an 
assumed Lloyd Mirror maximum with two fans blowing, were 


averaged together. The results for each run on an individual 


basis are presented in Appendix A. 
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Also of interest here are the fluctuations. In 
order to make some suitable comparisons, a measure of the 
fluctuations of each quantity was obtained by expressing the 
standard deviation of each quantity as a percentage of the 


average of that quantity. This quantity, 


standard deviation of power 


average power x 100 





is hereafter referred to as the coefficient of power variation, 
or CPV. The results for runs 2-7 and 9-14 are shown graph- 
ically in Figures 29 and 30. Several points should be noted, 
all of which pertain to both the 2 fan and 5 fan oceans. 
First of Pm there are fluctuations present in both the 
direct and reflected signals. This is because each element 
of the array does not receive an individual 'ray' of acoustic 
energy. The power fluctuations in the direct signal are low 
in all cases. They are caused by the orbital motion of the 
water under the surface, and by surface reflected signals 
which are received by the sidelobes of the receiver, The 
fluctuations of the reflected signal in all cases are quite 
drastic. These fluctuations will be present throughout the 
analysis — the only way to minimize them is to use more 
receivers with narrower beam patterns. Note the relative 
magnitudes of the CPVs for MAGSUM, RVSUM, PSEUDO-OMNI and 


PWRSUM, PWRSUM has the least amount of fluctuations, followed 
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Figure 29. CPVs at Assumed Lloyd Mirror Maximum 
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closely by MAGSUM. PSEUDO-OMNI displays the highest CPVs, 
which was to be expected, because no phase shift cancellation 
was used. In assessing the relative merits of each processing 
technique, both the fluctuations and the averages must be 
considered. The PWRSUM displays fluctuations that are slightly 
less than those displayed by MAGSUM, but recall that the 
average of PWRSUM was usually about 3 db below the average 

of MAGSUM. Hence, in terms of average signal power and low 
fluctuations, as defined by the ratio CPV, it appears that 

the process defined as MAGSUM is the most advantageous for 

the case under consideration here. 

It was mentioned that the. use of the LC-10 to seek 
out a Lloyd Mirror maximum or minimum proved to be somewhat 
unsuccessful. Problems in using the LC-10 technique had been 
anticiapted, but it was not known hov serious these problems 
were. This simplified approach was hampered by what has been 
termed the "integration of the Lloyd Mirror Effect'. Simply 
stated, in order to achieve high directivity, mylar trans- 
ducers that were several wavelengths in diameter were used 
as receivers. But then they were so large that the sound 
field over the face of the receiver did not consist simply 
of a single maximum or minimum. Thus the sound field was 
"integrated! over the face of the receiver. To clarify 
this situation, and to indicate to what degree it occurred 
in this case, an IBM-360 computer analysis based on the 


Lloyd Mirror Effect was used in conjunction with a 3-dimensional 
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plot subroutine, The results, shown in Figures 31 and 22, 
Show that the sound field over the piston face at the RANGEs 
previously used (201 and 206.4 cm) was somewhat complicated. 
Thus, using the LC-10, which is a 'point' receiver, to locate 
the positions of the Lloyd Mirror extremes for the mylar 
array would be very difficult, if not impossible. 

Therefore, a second method was used to investigate 
the case where the phase difference between the direct and 
reflected signals was 180°. The RANGE was set again to 
206.4 cm, the location of the approximate Lloyd Mirror mini- 
mum. With the fans off, one element of the array was adjusted 
for the maximum reflected signal.. The second receiver was 
adjusted for the maximum direct signal, and this amplitude 
recorded. The second receiver was then tuned off the maximum 
direction (and away from the surface). A phase meter was 
used to monitor the phase difference between the direct and 
reflected signals. When the direct signal was adjusted so 
that the phase difference between the two signals reached 
180°, the direct receiver was locked in place, and the ampli- 
tude of the direct signal was adjusted back up to its pre- 
viously measured maximum value. Thus, the worst case of a 
Lloyd Mirror minimum, that is, a direct and reflected signal 
with a 180° phase difference, was simulated. Various pre- 
liminary runs were conducted, again with no serious noise 


difficulties. The following runs then were conducted: 
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Figure 31. Integration of Lloyd Mirror Effect Over a 
Piston at Assumed Lloyä Mirror Maximum (ka = 10.63) 
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Run Number # of Fans Delay (msec) 


15 0 30.45 
116 ,17,18 2 30.45,60.90,91.35 
10.20.21 5 30.45,60.90,91.35 


For these runs, the relative sizes of the averages of MAGSUM, 


RVSUM, PWRSUM and PSEUDO-OMNI were 


MAGSUM > RVSUM > PWRSUM > PSEUDO-OMNI 


with PSEUDO-OMNI down more than 10 db from MAGSUM in all 
cases. The low values of PSEUDO-OMNI were expected because 
of the large still water phase difference between the direct 
and reflected signals. These trends are again adequately 
described by the elementary model (see Figure 24). The 
relative sizes of the averages are shown in Figure 33. 
Figure 34 shows the CPVs for these runs as was done 
for the previous runs at the assumed Lloyd Mirror maximum 
and minimum. The processes defined by MAGSUM and PWRSUM 
have reduced the fluctuations in PSEUDO-OMNI by roughly 
half. As previously stated, however, the fact that PWRSUM 
is usually about 3 db lower than MAGSUM is a large price to 


pay for the slight improvement in reducing fluctuations. 
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V. SUMMARY 


This section is intended to briefly summarize the work 
discussed in the previous pages. Also considered are some 
possibilities for further investigation and expansion of 


the basic ideas encountered in this research, 


A. CONCLUSIONS 

The OAWF at the Naval Postgraduate School was used to 
accurately model the real ocean surface. The behavior of 
the wind-generated waves in the tank has been shown to be 
consistent with results for actual seas found both theoreticallv 
and experimentally by others. In addition, the model oceans 
selected for use in this research affect acoustic waves as 
predicted by theory. Thus, the use of the model is an 
accurate and very practical alternative to the expense and 
complications of experimentation at sea. 

ral methods of signal addition by means of digital 
FFT analysis were used to increase average received signal 
power and to reduce temporal output fluctuations for two 
values of acoustical roughness. The theory of phase shift 
processing gives an insight into certain trends to be expected, 
and the results of the experimental research seem to follow 
these trends. Thus it seems that signal enhancement by 
elimination of phase differences is a practical possibility. 


At this point, however, the author does not possess enough 





information to make definite, quantitative statements con- 
cerning the merits of phase shift processing when applied to 
underwater multipath signals. The idea is new, and it 
certainly seems useful, A better understanding of the prac- 
tical applications of the concepts presented in this research 


will no doubt come with continued experimentation. 


B. FUTURE RESEARCH POSSIBILITIES 

The main limitation now seems to lie in the design and 
size specifications of the receivers to be used to pick up 
the multipath signals, The receivers must be large in order 
to achieve high directionality, yet they must be small with 
respect to the acoustic wavelength in order to minimize the 
previously discussed integration effects over the receiver 
face, Future research along these lines could procede in 
two possible directions. First of all, experiments similar 
to those done in this research could be conducted for receivers 
of various beamwidths. The relative merits of each signal 
processing technique could then be investigated as a function 
of receiver directionality, the goal being to determine 
trends leading to some optimum receiver size. A second possi- 
ble method of solving this problem is to use computer analysis 
as was done to plot Figures 31 and 32 showing the integration 
Of the Lloyd Mirror Effect over the piston face, The 
parameters of source/receiver depth, range, rms vave heicht, 
frequency, etc., could all be used to determine some optimum 


beamwidth/receiver size relationships. 


DE © 





Future work could also investigate the behavior of the 
processing techniques as a function of acoustical roughness, 
g. In this work, roughnesses of approximately 0.7 and 1.5 
were used. As mentioned in Section II.A., the statistics of 
the sound scattered from the sea surface as a function of 
g are well know. These known statistics could be compared 
with the statistics of the processing technique which add the 
direct signal to the scattered signal. 

Throughout this research, noise levels were kept as low 
as possible. Future experiments might investigate the 
capabilities of the proposed signal processing techniques 
for signals that are mixed with noise. 

The concept of phase shift processing as described in 
this research is not meant to be the ultimate solution to 
the difficulties of the multipath propagation of underwater 
sound. However, it.is a new and possibly useful outlook 


For such problems. 


94 





APPENDIX A. RESULTS OF INDIVIDUAL DATA RUNS 


Average Spectral Density x 10 


ME Qa, w snam x x Guam qnoa s s s s x s s s s Q s s s x q s x m quum quum emm vm eem mm 


Run # Direct Reflected PSEUDO- PWRSUM RVSUM MAGSUM 


Signal Signal OMNI 
j 14889 .7834 2.762 2120 3.476 4.167 
2 1.157 . 8108 221 1.967 3.236 37399 
3 1.786 29961 4.024 2052 4.069 SY 
4 1.897 .9925 4.123 2.889 4.208 57:22 
5 1941 .5546 2.823 2.016 32205 SOL 
6 J2907 . 4405 20729 27947 32657 4.066 
7 1.788 Ec, n 2.660 22200 3.610 28 
8 1.078 49977 3.424 2.005 SB] 4.006 
= 1.048 . 8907 77: 12934 3.416 32611 
10 1.484 8736 4.015 27505 4.220 4.620 
rı 1.423 . 8823 3.056 22305 4.140 4,536 
2 1.438 " 4066 25722 179595 320609 8” 190 
13 1.305 25695 2.706 1.874 3.245 3.480 
14 Iss .6410 25550 185.2 3935 Сәс 
15 ın 1:57 .0416 29507 5332 бәд 
16 150 1 22/58 200254 27358 4.692 4.704 
E7 1.120 1.474 . 0612 2.594 Saad 5.148 
18 1. 112 1.470 .0748 2583 5092 5.128 
19 1197 1.026 . 2868 2.224 4.200 4.344 
20 SR 19592 . 4964 2.048 35700 35675 
zı 1.145 1.025 3336 2.170 4.072 4.200 
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nu —- Te PWRSUM RVSUM MAGSUM 

1 .0068 .0123 0270 .0132 .0832 .0250 
2 „0621 „1258 „2510 ¿1487 1 ¿5530 EE 
3 0588 .1467 „3175 „1543 .2908 .3548 
4 „0999 1992 .4181 ‚2081 .4200 .4620 
5 „1583 „2213 Tans .2858 .6233 6506 
6 „1815 ‚3106 1.055 s3771 ə 7070 

7 „2955 „1530 9054 ‚3514 .9032 .9276 
8 „0260 on .0693 .03888 .2075 .0757 
9 .0838 .3542 .5691 .2975  .6368 .6229 
10 .0861 .2100 .6165 ‚2508 .6135 5555 
al 0590 „1770 4267 ‚2047. 3510210 Eel 
12 „3291 .3076 1.056 .3236 .8066 .8062 
13 „1661 3719 1.264 .4217 1.025 13054 

14 „2030 „3620 1.018 .3847  .8631  .8866 
15 .0244 .0392 .0105 0222 0303 Faser 
16 .0440 .1648 .0236 ‚1544 .2976 .2964 
17 „0381 ‚3092 .0428 .3100 .5872 .5840 
18 .0392 .2588 .0572 ‚2560 44376 .4796 
19 .0648 .5420 „1928 15221 1.126 “12170 

20 ‚0840 , 6916 „3776 sones 3474. 1.5 

21 .0664 .6756 .2944 „6948 1.469 „2944 
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